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Message Text 

CONFIDENTIAL 

PAGE 01 OTTAWA 10076 021554Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 ISO-OO OC-06 CCO-OO /024 W 

033548 031014Z/23 

R021547Z DEC 77 
FM AMEMBASSY OTTAWA 
TO SECSTATE WASHDC 5546 

CONFIDENTIAL OTTAWA 10076 

FOR A/SY/FO AND A/SY/T 

E.O. 11652: GDS 
TAGS: ASEC 

SUBJECT: MALFUNCTION OF ACR AIR CONDITIONER 

1 . SINCE REPORTING PROBLEM WITH COOLING SWITCH OF ACR 
AIR CONDITIONER, THE UNIT NOW FAILS TO CUT ON AT ALL. 

THIS CREATES SERIOUS PROBLEM IN TRYING TO REGULATE THE 
TEMPERATURE IN THE PARENT ROOM. 

2. IF IT WILL FACILITATE REPAIRS, EMBASSY IS WILLING TO 

USE ONE OF ITS OWN WINDOW UNITS BUT SOME MODIFICATIONS WILL 
BE NEEDED FOR WINDOW OPENING. 

3. EMBASSY WILL APPRECIATE SOME CORRECTIVE ACTION INASMUCH 
AS THE PROBLEM HAS EXISTED FOR SEVERAL MONTHS. ENDERS 


CONFIDENTIAL 
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